February 26, 1985 


Dear Harold , 

Thanks for your most recent batch (Hunt, Huff letter 
etc.) Think Hunt knows who killed JFK? 

Query: was the shell casing ever found in the MLK 

case? Would not the alleged murder weapon have automatically 
ejected a shell casing? I'm not aware that one was ever 
found - in the bathroom or in the "evidence" bag dropped 
at the scene. Would not such a shell eject onto the floor 
and have to be scooped up by an assassin? (allegedly the 
same assas-sin who was so paniced that he dropped all the 
evidence). And it would add to the time needed to exit 
the roominghouse just ahead of theMaw if one had to stop 
to retrieve an ejected shell, wouldn't it? 

The picture of Hunt makes me sick, as does DJ and FBI's 
FOIA fascism. 


Best regards , 



